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    This book is dedicated to all energy management professionals, sustainability leaders, and organizations committed to creating a cleaner, more efficient future. Your dedication to continuous improvement and responsible energy use inspires progress toward a sustainable world.

      

    



  	
        
            
            "Power in Balance"In circuits hum and turbines spin,A quiet quest for change begins.Not just to pass a fleeting test,But build a system at its best.

Through data streams and metered lines,We trace the truth in subtle signs.Each kilowatt, a story told,Of futures green and goals made bold.

With hands that tune, with minds that plan,We shape the flow, we lead the span.From boardroom charts to factory floor,Efficiency becomes our core.

So here's to those who choose the way,Of steady gains that last and stay.For in this work, the world will see,A brighter path to energy.
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